Holy  Name  Catholic  Chapel,  Building  4  is  capable 
of  seating  600  persons,  at  each  of  the  three  Masses 
celebrated  each  Sund'ay  morning.  United  States  Naval 
Training  Cenfer,  Great  Lakes,  Illinois. 
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